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Message Text 


CONFIDENTIAL 

PAGE 01 BANGUI 00529 0408 17Z 
ACTION SY-05 

INFO OCT-01 AF-10 ISO-OO FBOE-OO A-01 /017W 

114918 042249Z/72 

R 031545B VAR 78 
FM AMEMBISSY BANGUI 
TO AMEMBASSY ABIDJN 
INFO SECSTATE WASHDC 9933 

CONFIDENTIAL BANGUI 0529 

ABIDJAN FOR TSO 

E.O.l 1652: GDS 
TAGY: ABID.IAFSP, ASEC 

SUBJ: AIR CONDITIONING UNIT FOR ACR, NEW OFFICE BUILDING 

CONTRACTOR IS READY TO INSTALL DOORS IN NEW CHANCERY. PLEASE 
ADVISE IF YOU HAVE ANY PREFERENCE ON SIZE OF DOORS FOR ROOM 
CONTAINING AIR CONDITIONING EQUIPMENT FOR ACR. ALTERNATIVES 
ARE SINGLE DOOR, GNEOMETIC WIDE OR TWO DOUBLE DOORS (ENTIRE 
WIDTH OF ROOM, 5 FT. 10 IN.). 

QUAINTON 


CONFIDENTIAL 
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*** Current Handling Restrictions *** n/a 
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Subject: AIR CONDITIONING UNIT FOR ACR, NEW OFFICE BUILDING CONTRACTOR IS READY TO INSTALL DOORS IN NEW CHANCERY. 

PLEASE ADVISE IF YOU HAVE ANY PREFERENCE ON SIZE OF DOORS 
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